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This  report  provides  data  collected  by  the 

iBureau    of    the    Census     in    the    1980 

Components  of  Inventory  Change  Survey 

|(CINCH),  a  sample  survey  taken  as  a  part 

jf    the     1980    Census    of    Housing    in 

conjunction     with     the     1980     Annual 

|Housing    Survey    (AHS).       The    survey 

leasures   changes   in   the  housing  stock 

Detween    1973  and    1980  by  describing 

the  source  of  the  1980  inventory  and  the 

Jisposition  of  the  1973  inventory.    The 

types  of  components  that  are  measured 

3y    CINCH    include    "same"    units    and 


various  categories  of  additions  and 
losses.  Same  units  are  living  quarters 
which  existed  as  the  same  number  of 
housing  units  in  1973  and  1980,  even 
though  the  unit  may  have  been 
remodeled.  Additions  include  new 
construction,  houses  or  mobile  homes 
moved  in,  conversions  from  fewer  to  more 
units,  and  other  types  of  additions  to 
the  inventory  made  since  1973  (space 
changed  from  nonresidential  to  residential 
use,  group  quarters  changed  to  housing 
units,  units  resulting  from  the  rehabili- 
tation of  structures  that  were  vacant  and 
condemned,  damaged,  or  exposed  to  the 


elements,  and  certain  residual  additions). 
Losses  include  demolition  and  disaster 
losses,  houses  or  mobile  homes  moved 
out,  mergers  from  more  to  fewer  units, 
and  other  types  of  losses  from  the  1973 
inventory  (units  changed  to  nonresi- 
dential use,  housing  units  changed  to 
group  quarters,  units  that  became 
condemned,  damaged,  or  exposed  to  the 
elements,  and  certain  residual  losses). 
The  following  chart  presents  the  specific 
types  of  losses  from  the  1973  inventory 
and  specific  types  of  additions  made  after 
1973  as  well  as  the  net  change  in  the 
inventory  between  1973  and  1980. 
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DATA  SUMMARY 

Between  October  1973  and  October  1980 
the  housing  inventory  of  the  United  States 
increased  from  77,246,000  to  89,292,000, 
a  net  gain  of  12,046,000  or  approximately 
16  percent.  This  gain  reflected  the  net 
effect  of  additions  to  and  losses  from 
the  housing  inventory  occurring  during 
the  7-year  period.  The  additions 
included: 

•  13,119,000  new  construction  units; 
i.e.,  units  built  after  1973  and  still 
in  existence  in  1980  (about  15  percent 
of  the  1980  total). 

•  2,784,000  houses  or  mobile  homes 
moved  in. 

•  A  net  increase  of  541,000  units  re- 
sulting from  conversions  from  fewer 
to  more  units. 

•  565,000  units  changed  from  non- 
residential to  residential  use  either 
through  structural  alterations,  such  as 
a  school  reconstructed  to  apartments, 
or  change  in  use,  such  as  a  doctor's 
office  in  an  apartment  building  changed 
to  a  residential  apartment. 

•  267,000    units    changed    from    "group 


quarters"  to  housing  units;  e.g.,  college 
dorm    rooms    changed    to    apartments. 

•  147,000  units  resulting  from  reha- 
bilitation of  units  that  were  vacant 
and  condemned  or  scheduled  to  be 
demolished. 

•  292,000  units  from  other  residual 
types  of  additions. 

Approximately  70,725,000  units  or 
about  79  percent  of  the  1980  inventory 
consisted  of  same  units.  These  70,725,000 
same  units  were  92  percent  of  the  1973 
inventory. 

Losses  were  of  several  types  and 
included: 

•1,808,000  housing  units  or  slightly 
over  2  percent  of  the  1973  inventory 
lost  since  1973  through  demolition 
or  disaster  (fire,  flood,  or  windstorm). 

•  2,170,000  houses  or  mobile  homes 
moved  out. 

•  A  net  loss  of  411,000  units  resulting 
from  mergers  from  more  to  fewer 
units. 

•  523,000  units  lost  through  change  to 
nonresidential  use,  both  by  structural 
change  and  change  in  use. 


•  134,000  units  lost  through  change 
to  group  quarters. 

•  582,000  housing  units  that  were  vacant 
and  were  scheduled  for  demolition, 
condemned,  severely  damaged  by 
disaster,  or  no  longer  protected  from 
the  elements. 

•  39,000  units  lost  by  various  other 
means. 

As  illustrated  by  the  preceding  chart, 
many  losses  from  and  additions  to 
the  inventory  such  as  mergers  and  con- 
versions, changes  to  and  from  nonresi- 
dential use,  and  to  and  from  group  quar- 
ters tend  to  be  counterbalancing. 

The  above  discussion  describes 
14,931,000  "real  additions"  and  3,497,000 
"real  losses"  as  well  as  2,784,000  houses 
or  mobile  homes  moved  in  and  2,170,000 
houses  or  mobile  homes  moved  out  in  the 
7-year  period.  "Real  additions,"  which 
averaged  about  2,133,000  per  year  or 
about  17  percent  of  the  1980  inventory, 
are  housing  units  in  1980  that  were 
either  not  built  in  1973  or  were  not 
housing  units  in  1973,  such  as  housing 
units  which  were  created  from  structures 
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used    in   the  CINCH  Survey  correspond   to   the  243  SMSA's  defined    in   the   1970  census. 
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or  parts  of  structures  that  were  for  non- 
residential use  in  1973.  "Real  losses," 
which  averaged  about  500,000  per  year 
or  approximately  5  percent  of  the  total 
1973  inventory,  were  housing  units  in 
1 973  but  were  either  nonexistent  in  1 980— 
e.g.,  demolitions— or  were  not  housing 
units  in  1980— e.g.— were  changed  to 
nonresidential  use.  CINCH  classifies 
houses  or  mobile  homes  that  were  built 
in  1973  or  earlier  and  were  moved  to 
their  1980  site  since  1973  as  additions 
to  the  inventory,  and  houses  or  mobile 
homes  moved  from  their  1973  site  as 
losses  from  the  inventory.  However, 
such  housing  units  "in  transit"  are 
neither  "real  additions"  nor  "real  losses" 
because  in  the  great  majority  of  cases 
they  are  housing  units  both  in  1973  and 
1980  but  at  different  locations.  Of  all 
additions  occurring  between  1973  and 
1980,  approximately  16  percent  consisted 
of  units  being  moved  to  a  new  site.  Of 
all  losses  occurring  between  1973  and 
1980,  38  percent  consisted  of  units 
being  moved  from  their  1973  site. 

CINCH  shows  about  600,000  more 
houses  or  mobile  homes  moved  in  than 
moved  out.  This  is  because  about  500,000 
houses  or  mobile  homes  built  between 
1970  and  1973  were  moved  to  their 
present  site  after  1973,  and  were  first 
time  placements.  These  were  either 
in  storage  or  on  dealers  lots  in  1973 
and,  therefore,  were  not  counted  in  the 
housing  inventory  in  that  year.  (Mobile 
homes  with  permanent  rooms  added 
are  classified  as  houses  in  CINCH.)  Only 
houses  or  mobile  homes  built  after  1973 
and  moved  to  the  present  site  are  con- 
sidered new  construction.  The  remaining 
difference  is  due  to  certain  aspects  of 
survey    procedures    and    sampling   error. 

CINCH  shows  a  total  of  925,000 
1980  units  resulting  from  the  conversion 
of  384,000  1973  units,  a  net  addition 
through  conversion  of  541,000  units  for 
the  7-year  period.  CINCH  also  shows 
a  total  of  469,000  1980  units  resulting 
from  the  merger  of  880,000  1973  units, 
a  net  loss  through  merger  of  41 1,000  units 
for  the  period.  Conclusions  as  to  the 
net  effect  of  these  two  activities  cannot 
be  made  since  the  difference  of  130,000 
for  the  7-year  period  is  within  the  pre- 
liminary estimate  of  sampling  error 
for  these  components. 

The  definitions  of  standard  metro- 
politan statistical  areas  (SMSA's)  used 
in   the    1980  CINCH  survey  correspond 


to  the  243  SMSA's  defined  in  the  1970 
census.  Examination  of  the  distribution 
of  components  inside  and  outside  of  these 
1970  SMSA's  shows  that  a  dispropor- 
tionate number  of  losses  from  the  housing 
inventory  for  the  United  States  occurred 
in  the  central  city  portions  of  SMSA's. 
For  example,  while  approximately  32 
percent  of  the  1973  inventory  was  located 
"in  central  cities,"  39  percent  of  all 
demolition  and  disaster  losses,  59  percent 
of  all  units  lost  through  merger  to  fewer, 
and  45  percent  of  all  units  lost  through 
"other  means"  occurred  "in  central  cities." 
The  units  that  were  lost  "in  central 
cities"  were  replaced  by  additions  but  the 
net  effect  of  these  additions  was  small. 
While  29  percent  of  the  1980  inventory 
was  located  "in  central  cities,"  only  20 
percent  of  "real  additions"  occurred 
there.  Most  of  the  additions  to  the 
housing  inventory  occurred  either  in  the 
"not  in  central  city"  portions  of  SMSA's 
or  "outside  SMSA's."  For  example, 
while  a  total  of  71  percent  of  the  1980 
inventory  was  located  "not  in  central 
cities"  and  "outside  SMSA's,"  81  percent 
of  "real  additions"  occurred  in  these  2 
areas,  as  did  84  percent  of  all  new  con- 
struction for  the  Nation. 

The  South  Region  had  the  highest  rate 
of  units  moved  to  site  (50  percent  of  all 
such  additions  in  the  Nation)  as  well  as 
the  highest  rate  of  units  moved  from 
site  (49  percent  of  all  such  losses  in  the 
Nation).  The  South  and  West  Regions 
showed  the  highest  overall  rates  of 
growth  in  the  Nation  with  net  increases 
of  approximately  21  and  23  percent 
respectively.  While  the  West  had  only 
19  percent  of  the  total  housing  inventory 
in  1980,  it  had  25  percent  of  the  new 
construction  in  the  Nation.  The 
Northeast  Region  showed  a  smaller  rate 
of  increase  (8  percent)  than  the  South 
or  West  Regions.  With  approximately 
22  percent  of  the  Nation's  housing  in 
1980,  the  Northeast  only  had  11  percent 
of  the  Nation's  new  construction. 
Nevertheless,  even  with  this  low  rate  of 
new  construction,  the  Northeast  had 
a  large  share  of  increase  due  to  conversions 
to  more  units  and  units  added  through 
"other  sources"  (37  and  45  percent, 
respectively,  of  these  additions  for  the 
Nation).  While  the  North  Central  Region 
had  an  overall  rate  of  growth  of  approxi- 
mately 1 1  percent,  the  rate  of  change 
"in  central  cities"  of  this  region  was 
very  small. 


DEFINITIONS 

Same  Units— These  are  living  quarters 
which  existed  as  the  same  number  of 
housing  units  in  1973  and  1980,  even 
though  the  unit  may  have  been  remodeled, 
equipment  changed,  or  a  room  or  rooms 
added.  For  example,  a  single  family 
house  in  1973  that  is  a  single  family 
house  in  1980  is  one  same  unit,  a  duplex 
with  one  apartment  on  the  first  floor 
and  one  apartment  on  the  second  floor 
in  1973  and  1980  are  two  same  units. 

New  Construction— These  are  1980  hous- 
ing units,  including  occupied  and  vacant 
mobile  homes,  built  after  1973. 

House    or    Mobile    Home    Moved    In— 

These  are  units  moved  to  the  1980  site 
since  1973.  Nationally,  units  "moved 
in"  do  not  result  in  a  net  addition  to  the 
total  inventory  because  they  also  represent 
units  lost  from  the  place  from  which  they 
were  moved.  Mobile  homes  built  after 
1973  and  moved  to  their  present  site 
are  considered  new  construction. 

Conversion— Conversions  result  from  the 
creation  of  two  or  more  1980  housing 
units  from  fewer  1973  housing  units 
through  structural  alteration;  e.g.,  building 
walls  to  form  another  housing  unit,  or 
change  in  use  such  as  locking  a  door 
which  closes  off  one  or  more  rooms  to 
form  a  separate  housing  unit.  In  either 
case,  the  occupants  of  each  unit  must 
enter  their  unit  either  directly  from  the 
outside  or  through  a  common  hall,  not 
through  another  unit. 

Units   Added   Through   Other  Sources— 

These  include  housing  units  created 
from  nonresidential  use  either  through 
structural  alterations,  such  as  a  school 
changed  to  apartments,  or  change  in  use 
such  as  a  model  home  previously  used 
as  a  sales  office  changed  to  residential 
use;  housing  units  created  from  living 
quarters  previously  classified  as  group 
quarters  such  as  a  transient  hotel  converted 
to  condominium  apartments;  1980 
housing  units  rehabilitated  from  units 
which  in  1973  were  either  vacant  and 
condemned  or  vacant  and  scheduled 
to  be  demolished;  and  residual  additions. 

Houses   or  Mobile   Home  Moved   Out— 

These  are  units  moved  from  the  1973  site 
as  of  October  1980.    For  the  most  part, 
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units  "moved  out"  do  not  result  in  a 
net  loss  from  the  total  inventory  because 
they  also  represent  units  added  to  a  new 
site. 


Demolition  or  Disaster— Demolitions  are 
housing  units  which  existed  in  October 
1973  and  were  subsequently  torn  down. 
Units  destroyed  by  fire,  flood,  windstorm, 
or  other  natural  causes  are  classified  as 
units  lost  through  disaster. 


Merger— Mergers  result  from  combining 
two  or  more  1973  housing  units  into 
fewer  1980  units  through  structural 
alteration;  e.g.,  removing  walls  to  com- 
bine two  housing  units  into  one,  or 
change  in  use  such  as  unlocking  a  door 
which  formerly  separated  two  housing 
units. 

Units  Lost  Through  Other  Means— These 
include  units  lost  through  change  to 
entirely  nonresidential  use;  units  changed 


to  group  quarters;  vacant  units  scheduled 
for  demolition,  condemned,  severely 
damaged  by  disaster,  or  no  longer  pro- 
tected from  the  elements;  and  residual 
losses. 

As  in  all  sample  surveys,  the  data 
in  this  report  are  subject  to  sampling 
variability  and  errors  of  response.  A 
detailed  explanation  will  appear  in 
Appendix  D,  "Accuracy  of  the  Data," 
of  the  1980  Census  of  Housing,  Compo- 
nents   of    Inventory    Change,     HC80-4. 
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